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ABSTRACT 

The stated purpose of this bibliography is to assist 
school administrators, legislators, governors, and others in 
identifying documents already in their libraries which might assist 
in decision making at their respective levels, encourage effective 
action, and enhance the sense of urgency which the great American 
dream of equal educational^ op.portunity for all creates* Documents 
included in this bibliography are stated to provi^de a background of 
the problems, issues, and barriers; the promising practices and 
models; and, some implementation, responsibility, and accountability* 
The divisions in the listing are said to follow th^ five categories 
of discrimination: ethnic/racial background, economic status, sex, 
age, and exceptional needs* Also included is a sectipn on finance. 
Because of the overlapping nature of most materials included, it is 
suggested in the bibliography that the entire bibp-iography be 

than an examination of only the particular area of 



examingd^ 

invEerest. Loan copies of the cited publica.tions may be available from 
local public, university, or state libraries. Purchase copies can be 
ordered from the sources shown. In the case of ^an ERIC publication 
(i.e. those cited documents with ED numbers shqfwn at end of 
document) r the local library may have the original document and/or 
the ERIC microfiche. (Author/JH) 
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INTRODUCTION 



The .great American dream of equal educational opportunity for all is 
yet a myth. The "one day*'--of which Dr. Martin Luther King, Jr., 
dreamed--has not yet come. That is, the reality! 

It was in 1954 that the U.S. Supreme "Court held, in Brown v* Board of 
Education^ that the equal protection guarantees of the Fourteenth Amend- 
ment were violated by racial segregation of children in public schools. 
It was in 1964 that the Civil Rights Act was enacted with Title VI pro- 
viding that any program receiving federal funds must insure that no 
person in the program be subjected to discrimination. It is 1975 and 
racial segregation in public schools is still practiced. 

The unfulfilled dream remains the hope of many an American and is a para- 
mount concern to students, parents, educational and political leaders as 
well as many a_court.« When will we resolve the issues which, because of 
psychological and sociological barriers have thus far defied permanent 
resolution? How can we eliminate the frustrations experienced by all 
parties because there is no concerted attempt to highlight successful 
efforts to achieve equal educational opportunity in one area and adapt 
them to other areas? What accounts for the acceptance of transportation 
of pupils by bus as normal and natural in certain settings, particularly 
rural, and the nonacceptance of busing as a tool of racial balance, par- 
ticularly in urban/ suburban locales? If busing is so unacceptable, what 
are the alternatives and why have they not been pursued as conscientiously 
as busing has been opposed? ^ 

Finn actions based ,on the knowledge and experience of successes and fail- 
ures and a sincere commitment combined with a dare to achieve this great 
American dream are the needs— to change'this dream from myth to reality! 

In a study of this profoundly complex subject, one can be inundated by 
the volume of available relevant professional literature, legislation, 
court decisions, resource organizations and individuals. This ^Selected 
Bibliography is intended primarily to assist school administrators, legis- 
lators, governors and others in identifying documents already in their 
libraries which might assist in decision making at their respective levels, 
encourage effective action and enhance the sense of urgency which the 
dream creates . 

Documents included in this bibliography provide 

a background of the problems/issues/barriers 
. . the promising practices and models 

.. some implementation responsibility and accountability. 
The divisions follow the five categories of discrimination: 1) ethnic/ 
racial background, 2) economic status, 3) sex, 4) age and 5) exceptional 
needs, and ^ section on finance. Because of the overlapping nature of 
most materials included, it is suggested that you peruse the entire 
bibliography rather than just concentrate on your particular area of 
interest. 
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ETHNIC/RACIAL BACKGROUND 

To effectively eliminate the practices of discrimination 
based on ethnic/racial background requires an under- 
standing of the history, achievements, limitations 
experienced, and the problems, of minorities — Blacks, 
Mexican-Americans, American Indians and, others. Also, 
necessary is some familiarity with the policies both 
overt and subtle' practiced by the majority in leader- 
ship which have frustrated both majority and minority 
members. One must read from the writings of\t?he people 
themselves as well as of those who write aboii^ them. 
It is our hope that this bibliography will unearth 
unfamiliar areas of the subject for you to explore 
in relation to all minorities and those in control. 



American Association of School Administrators, Christopher Jencks 
in Perspective.. Arlington, Virginia, 1973. 66 pp. 

American Council on Education, The Campus and Racial Crisis. Background 
papers for pai^ticipants at the 52nd Annual Meeting of the American 
Council on Education. Washington, D.C., 1969. 139 pp^^,..^--^ 

American Federation of Teachers. Blaok Studies:^ Myths and Realities. 
Item No. 564. Washington, D.C., [Undated]. 

, The Negro in Modem American History Textbooks. Item No. V-1. 

Washington, D.C.> [Undated]. 50 pp. 

^_ , Puerto Rioan History and Culture. Item No. 610. Washington, 

D.C., [Undated] . 

American Indian Education: A Selected Bibliogrcfphy (with ERIC Abstracts). 
ERIC/CRESS Supplement No. 4. University Park: New Mexico State 
University, ERIC Clearinghouse on Rural Education' and Small Schools, 
December 1973. 343 pp. ED 086 378 

Andersson, Theodore and Mildred .Boyer, Bilingual Schooling in the United 
States. Austin, Texas: Southwest Educational Development Laboratory 
(for sale by the Superintendent of Documents, U.S. Government .Printing 
Office, Washington, D.C.)> 1970;. 

Aran, Kenneth, et al., Puerto Rican History and Culture: A Study Guide 
and Currieulm Outline. New York: United Federation of Teachers, 
1973. 151 pp. ED 088 760// 

Askew, Reubin, "Busing Is Not .the Issue." Inequality in Education 11:3-5. 
March 1972. 
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Barabas, Jean, .compiler, The Assesment of Minority Groups: An Annotated 
Bibliography. ERIC/IRCD Urban Disadvantaged Series, Number 34, New 
York: Columbia University, ERIC , Clearinghouse on the Urban 
Disadvantaged, August 1973, 85 pp. ED 083 325 

Barry, Marie Nfyles, Education for Einstein's World. New York: Council 
for American Unity, 1972. 70 pp. 

Bennett, Lerone, Jr., The Challenge of Blackness. Chicago: Johnson 
Publishing Co, , 1972. 

, \fhat Manner of Man: A Biography of Martin Luther King^ Jr. 
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Chicago: ^Johnson Publishing Co,, 1968*. 

Berkeley Unified School District, Berkeley School Report No. 11: 
Desegregation '68. Berkeley, California, March 1968. 

Berman, Daniel M. , It Is So Ordered: The Supreme Court Rules on School 
Segregation. First edition/ New York: W. W, Norton, [1966]. 161 pp, 

Bickel, R9bert ^. i Preferred Admissions: The Case before the United^ 

States* Supreme Court. Topeka, Kansas: National Organization on 
-\Legal Problems of Education, 1974. 10 pp. ED 090 633// 

"Bilingual/B'icultural Education." Inequality, in Education No. 19. 
February / 19 75. (Entire issue.) 

"Bilingual Conference^esolutions. " The Linguistic Reporter. May /June 
1975. . 

"Black Studies Stop the Shouting and Go to Work." Smithsonian 5(9) :46- 
53. December 1974. 

Bolmeier, Edward C, Landmark Supreme Court Decisions on Public School 
Issues. Charlottesville, Virginia: Michie Company, 1973. 229 pp. 

Bolner, James and Robert Shanley, Busing: The Political and Judicial 
Process. New York: Praeger Publishers, 1974. 257 pp. 

Bond, Julian, A Time to Speak. A Time to Act. The Movement in Politics. 
New York:' Simon § Schuster, 1972. 

[Bonham, George W.], "Editorial: How Separate? How Equal?" Change 6(7): 
11-12. September 1974. ^ 

Bowles, Samuel., Schooling and Inequality from Generation to Generation. 
Reprint No. 8. Cambridge, Massachusetts: Harvard Graduate School of 
Education, Center for Educational Policy Research, November 1971. 65 .pp. 

, Unequal Education and the Reproduction of the Social Division 

of Labor. Reprint No. 25. Cambridge, Massachusetts: Harvard Graduate 
School of Education, Center for Educational Policy Research, December 
-1971. 30 pp. 
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Boyd, William M, , II, Desegregating Americans Colleges: A Nationwide 
' ^Survey of Black Students^ 1972-73. Forefword by Clark Kerr, New 
York: Praeger Publishing, Inc., 1974. 110 pp. 

Briedman, Leon, editor. The Civil Rights Reader: Basic Vqcments of 
the Civil Rights Movement. New York: Walker, 1967. 

Brooks, Thomas R. , Walls Came Tumbling Poim: A History of the Civil 
Rights Movement 1940''1970. Englewood Cliffs, New Jersey: Prentice- 
Hall, 1974. 

Brown, Oliver, Argument; Argument: The Oral Argument before the Supreme 
Court'in Brown v. Board of Education of Topeka^ 19S2-'19SS. Edited by 
Leon Friedman. Introductions by Kenneth Clark and Yale Kamisar. New 
York: Chelsea House Publishers, 19,69. 601 pp. 

Brown v. Board of Education of Topeha. 347 U.S. 4&3 (1954). 

Browning, R. Stephen, editor. From Brown to Bradley: School Desegregation 
1954-1974. Cincinnati, Ohio: Jefferson Law Book Co., 1975. 220 pp. 

CQ Weekly Report XXIX (17): 925-956. April 23, 1971. 

Calhoun, Lilli^oi S., Desegregation Works: A Primer for Parents and 
Teachers. Chicago: Integrated Education Associates, 1968. 12 pp. 

Cameron, Colin, Discrimination in Testing: Bibliography. Revised 
edition. Madison: University of Wisconsin, Institute for Research 
on Poverty, April 1973. 146 pp.' ED 086 776 

Carnegie Commission on the Future of Higher Education, A Chance to Learn: 
An Action Agenda for Equal Opportunity in Higher Education. New York: 
McGraw-Hill, 1970. 31 pp. 

Center for National Policy Review, Justice Delayed and Denied: HEW and 

Northern School Desegregation. Was^iington, D.C., September 1974. 118 pp. 

Center for Urban Education, Cormrunity Involvement in School Desegregation. 
New York, February 1971. 3^ pp. ^ 

, Project Concern: Hartford^ Connecticut. New York, October 

1970. 68 pp. 

\^ 

''Chronicle of Race and Schools: April through September, .1973. 
Integrated Education XI (4-5) :9-20. July/October 1973. 

Civil Rights Act of 1964. Public Law 88-352. Washington, D.C. : U.S. 
Government Printing Office, July 2, 1964. 29 pp. 

Civvl Rights Act of 1964, Title VI. 42 U.S.C. § 2000d-l (1964). 
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civil Rigjits Digest 4(4)* December 1971, (Entire issue.) 

Civil Rights Digest 6(3)/ Spring 1974. (Entire issue.) 

Clark, Kenneth B. , Dark Ghetto: An Analysis of the Dilemma of Social 
VoiDev.^ New York: Harpe.r *S Row, 19'55. ^ 

Cohen, David K., Defining Racial Equality in Education. Reprint Number 
14. Cambridge,^ Massachusetts: Harvard Graduate School of Education, . 
Center for Educational' Policy; Research, February 1969. 25 pp. 

Coleman, James S. et al.. Equality of Educational Opportunity. U.S. 
Office of Education. Washington, D.C.: U.^. Government Printing 
Office, 1966. * . 

Conant, James B., Comprehensive High School: A Second Report to Inter- 
. ested Citizens. New York*. McGraw-Hill, 1967. 95 pp. • 

Conroy, Vincent F., Educational and Legal Aspects of School Integration: 
A Review of Rr ejects 1964-1967. Cambridge, Massachusetts: '^Harvard 
Graduate School of Education, Center for Field Studies, 1966. 13 pp. 

The Constitution of the United States of America. The first ten amend- 
ments of the Constitution were ratified in 1791 and form "The Bi.ll 
of Rights.** Washington, D.C.: U.S. Government Printing Office, 1972. 
28 pp. 

Cooper, Charles R., **An Educator Ldoks at Busing.'* National Elementary . 
Principal L(4):26-31. April 1971. 

Cordasco, F. et al.. The Equality of Educational Opportunity: A 

Bibliography of Selected References. Totowa, New Jersey: Littlefield, 
1973. 139 pp. 

"Courts Take Different Roads on Busing." Education U.S.A. 17(38) :221. 
May 19, 1975. 

de Burciaga, Cecilia Preciado et al. , ^Tcward Quality Education for Mexican 
AjTiericans. Mexican American Education Study. Washington, D.C.: U.S. 
Commission on Civil Rights, February 1974. 281 pp. ED 086 407 

Dennis, Henry C, editor, pie American Indian^ 1492-'1970: A Chronology 
and Fact Boqk. Dobbs Ferry, New York: Oceana, 1971. 

Dennis, R. Ethel, The Black People of America: Illustrated History. New 
Haven, Connecticut: Readers Press, Inc., 1970. 388 pp. 

Denver Clearinghouse for Concerned Citizens, Hob> to Integrate the Public 
Schools: A Summary Report on a Speak Out on School Integration. 
Denver, Colorado, July 19, 1968. 

Denver Public Schools, Advisory Council on Equality of Educational 
Opportunity, Final Report and Recomendations to the Board of 
Education^ School District #1. Denver, Colorado, February 1967. 
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Denver Public Schools, Community Education Council, Co^t Ordered:^ 

Bilingual-Bicuttural Education in the Denver Publia Schools: Eeports 
and Correspondence. Denver, Colorado, 1974. {j 

Dodson, Dan W.., IRaoial Confrontation: A Study of the )fhite Plainh^ New 
Yorkj Student Boycott. *New York: Danforth Foundataon ,and thel|U,S, 
Commission on Civil Rights, 1969, 71 pp. 



U.S. District Court 



Doyle, William E,, Memorandum Opinion and Order in the 

for the 'District of Colorado. Civil Action No. 0-^.1^99. Denvei^, 
Colorado, April 5, 1974. 90 ^p^ (Two parts,) 
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Dunfee, Maxine, editor. Eliminating Ethnic Bias in li^svructional Materials: 
, Cormteht and Bibliography. Washington, D.C,: Association for '\ 
Supervision and Curriculum Development, 1974, 53 pp^^ \« 

Education Commission of the States, El ementary/Secondary. Education Services, 
An Index to the Education Amendments of 1974. Secondl edition. 6,enver, 
Colorado, March 1975. 95 pp. \ \ 

^ . 1 \ 

"Education for Pluralism." Educational Leadership 29(2).; November 1971. 
(Entire issue. ) \ \ 

Egerton, John, "Adams v. Richardson: Can Separate Be Equa^?" Change 
6(10):29-36. December/ January 1974-75. 
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Elam, Stanley M. , "The Prime Goals of Desegregation/Integration Are Social 
Justice and Domestic Tranquility." Phi Delta Kappan LVI(8):514. 
April 1975. 

Endo, Russell, Asian Americans and Higher Education. Paper presented at 
the Annual Meeting of the Southwestern Sociological Association, March 
1974. 22 pp. " -ED 089 610 

"Equal Educational ..Opportunity. " Harvard Educational Review. Winter 
1968. (Entire issue.) 

"Equality in Educational Opportunity," in Louis Leonard Tucker, editor, 
James E. Allen^ Jr.: From Elkins to Washington. Albany: New York 
State Education Department, 1969. Pp. 30-33. 1 

"Ethnic Studies— Not Separate, But Not Equal." College Management 9(9): 
20-22. November/December 1974. ^ 

Eubanks, Eugene E. and Daniel U. Levine, "Big-City Desegregation since 
Detroit." Phi Delta Kappan LVI (8) : 521-522, 550. April 1975. 



"Failure to Provide Adequate Instruction in English. 
Education No. 6. Pp. 21-22. 
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Fancher, Betsy, Voices from the South: Black Students Talk about Their 
Experiences in Desegregated Schools. Atlanta, Georgia: Southern 
Regional Council, 1970. 46 pp. 



Fischer, •Jphn.^H., The Sahool Park. New York: .Columbia University, 
Teachers College, 1967. 22 pp. 

Freeman, Lawrence D., Douglas Discusses 'Cultural Neutrality' in 
Dissenting Opi/iion on DeFunis Case: Racial Neutrality is Key* 
Lincoln, Nebraska: Study Commission on Undergraduate Education and 
the Education of Teachers, May 1974. 2 pp. ED .091 373 

•Treeport Achieved Racial Balance Plus." American School Board Journal. 
/ ' July 1969.. Pp. 25. ^ 

Gerschwender, James A., editor. The Black Revolt: The Civil. Rights Move- 
" " mentj Ghetto Uprisings and Separati^. Englewood Cliffs, New Jersey: 
Prentice-Hall, 1971. 

' ^ ' , • \ 

Goldberg, Arthur J., Equal Justice: The Warren Era. of the Supreme Court. 
Evanston, Illinois: Northwestern University Press, [cl971]. 117 pp. 

. Gorlon, Elinor L. , editor. Racism and American Education: A Dialogue and 

\ Agenda fgr^Action., First edition. Participants: Harold Howe and 

others. Introduction byAverell Harriman. New York: Harper § Row, 
[1970]. 164 pp. \ 



Grebler, Leo, Joan W. Moore and Ralph C. Guzman, The ^Mexican-^American 
People: The Nation's Second Largest Minority. New York: Free Press, 
[1976}. 777 pp. 

Guthrie, James W. et al.. Schools and Inequality. Cambridge, Massachusett 
MIT Press, 1969. 500 pp. J ^ 

Hall, Frank W. , The Cry for Freedom: An Anthology of the Best That Has 
.Been Said and Written on Civil Rights^ Since 1954. New York: Barnes 
and Noble, 1970. 

Hamilton, Charles V., The Fight for Racial Justice: From Court to Street 
to Politiq^f United States). Public Affairs Pamphlet No. 516. New 
York: PufrISc Affairs Committee, Inc., December 1974. 28 pp. 

Harvard Educational Review, Challenging the Myths: The Schools^ the 

Blacks, and the Poor., Cambridge, Massachusetts: President and Fellows 
of Harvard College, 1971. ' . 



, Editorial Board, Equal Educational Opportunity. (An expanded 

version of the Winter 1968 special issue of the Harvard Educational 
Review.) Cambridge, Massachusetts: Harvard University Press, 1969. 
273 pp. 

, Perspectives on Inequality. Cambridge, Massachusetts: 



President and Fellows of Harvard College, 1973. 130 pp. 

Harvey, James C, Black Civil Rights Durir^ the Johnson Administration. 
Jackson: University and College Press of Mississippi, 1973. 
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222 pp. 

Hi rs'cKf elder, Arlene B„, American Indian Authors: A Representative 
Bibliography. NewYork: Association on American Indian Affairs, 
\ [1970], 45 pp. . 



Hogan, John C, The Schoxils^ the CourtSj and the Public Interest* 

Lexington, Massachusetts: Lexington Books, 1974, 262 pp, 
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Hudgihs, H, C. , Jr,, Publia School Desegregation: Legal Issues and 

Judicial Decisions. With Marshall B. Gorodetzer, Commissioned by ERIC 
Clearinghouse on Educational Management. [Topeka, Kansas:] National 
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and Prospects. New Yor^k: Oxford University Press, 1973, 298 pp. 
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Hunter, William A,^ editor. Multicultural Education thvough Competency- 
. Based Teacher E<^cation* Washington, D,C,: American Association of 
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Illinois, Action Goals for the Seventies: An Agenda for Illinois Educatior?. 
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AGE 



The view that education is for life extends the scale 
below kindergarten to early childhood and above tradi- 
tional postsecondary to opportunities for older citizens 
ajfid-brings attention to the discx;imination experienced 
because of^ge.. Whether the dropout problem is caused 
by the age of youth or the relevance of education being 
given to the young adult also invites our attention/ 

This section lists appropriate doctiments and includes 
the current publications of the* Early Childhood Project 
of ECS which is funded by the U.S. Office of Child 
"Development. 
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EXCEPTIONAL NEEDS 



Discrimination has been experienced by people with 
obvious physical and mental handicaps and it is cruel. 
The mentally retarded person, the learning disabled or 
even the gifted individual may be further disadvantaged 
due to race or economic status or language background. 
In these cases, special efforts pfe required to provide 
equal education. The publications of this section 
address these heeds and include the reports of the ECS 
Handicapped Children's Education Project which is funded 
by the U.S. Bureau of Education for the Handicapped. 
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FINANCE 



States have the responsibility for education of the 
citizens who reside therein. Ilie funding of education 
institutions from the public schools (K-12) to post- 
secondary is accomplished by federalism in that funds 
are provided froin^.the tliree levels of government — 
federal, state and local. The nonfiscal policies of 
boards of education and educational administrators 
have contributed greatly to the uilequal education of 
the individual students, whatever their age, race, etc. 
Moreover, the fi'scal decisions have been a contributing 
factor and recently the courts have addressed these 
masters. ECS has a Finance Center funded in part by the 
Spencer Foundation. This section of the bibliography 
includes its publications .as well as other appropriate 
documents. 
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